To: Piro, Peter (DPH)[Peter.Piro@MassMaii.State.MA.US] 

From: Khan, Annie (DPH) 

Sent: Fri 11/18/2011 3:48:18 PM 

Subject: RE: GC/MS: Status of Sample # 

Great.. . Thanks!!! 


From: Piro, Peter (DPH) 

Sent: Friday, November 18, 2011 10:42 AM 
To: Khan, Annie (DPH) 

Subject: RE: GC/MS: Status of Sample # I 


Della put the sample on a run for me to analyze but took the run off before I checked the sequence.... So 
I’ll need to rerun. No machines available at the moment. 


Peter Piro 

GC/MS Laboratory Supervisor I 
Department of Public Health 
Hinton State Laboratory Institute 
Forensic Drug Laboratory, Rm 361 
305 South Street 
Jamaica Plain, Ma 02130 
617-983-6634 
Peter.Piro@state.ma.us 


From: Khan, Annie (DPH) 

Sent: Friday, November 18, 2011 10:27 AM 
To: Piro, Peter (DPH) 

Cc: Salemi, Charles (DPH) 

Subject: GC/MS: Status of Sample 


Folk OIG PRR 027974 





Hi 


I submitted sample #^^^^^^H(heroin) on Thurs Nov 10* to GC/MS. Could you tell me the status of 
this sample? 


Thanks 


Annie 


Folk OIG PRR 027975 


